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Research note 


Although skin snip method has been widely used for the diagnosis of human 
onchocerciasis, there are quite few reports on the quantitative examination of this 
method. In 1971, the authors engaged in the study of onchocerciasis in South-west 
Ethippia, and tried to examine the method itself. In order to test the teasing process 
which has been ordinarily used by previous researchers, 3 snips were taken from the 
buttock of each of 6 infected persons. Each snip was collected approximately 1 cm 
apart from the other two snips to avoid unevenness of microfilaria density (MFD). 
Snip P was teased into small pieces by commonly used procedure described by Duke 
(1962) using 2 needles, while snip M, roughly into 2 pieces, and snip G, not torn. 
A total of 18 skin snips were incubated in physiological saline maximally for 22 
hours at room temperature (17.5°—21.5°C). As shown in Table 1, the highest MFD 
was always seen in either non-teased snips or in snips which were simply torn into 2 
pieces. From this result, it could be concluded that the teasing process would hinder 
the correct MFD probably because of mechanical damages on microfilariae in the 
skin. That the torn fragments of microfilariae were often seen in saline after ordina- 
ry teasing will support this speculation. The authors would like to propose the quan- 
titative skin snip technique by using non-teased snips in the experimental studies of 


human onchocerciasis. 
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Table 1. The effect of teasing the skin snip on MFD. 
M F D* 
Snip type G M P 
Case No. 1 16.6 27.3 17.4 
2 11.8 10.7 6.4 
3 21.2 11.7 9.1 
4 4.0 4.5 1.6 
5 111.9 84.7 89.6 
6 46.1 23:37 10.8 


* MFD ; Number of microfilariae per 1 mm2 skin, the highest MFD among 3 from 
the same individual was underlined. 
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ヒト の オン ュ セ ルカ 症 の 診断 に は skin snip 法 が 
広く 用 いら れ て いる が , 著者 ら の 経験 で は 従来 の 方 法 
は 必ず し ゃ 定量 的 で な いこ と が 明らか と な っ た . エチ 
オ ピ ア 国 イ ル バ ボ ー ル 州 に 於 いて ミク ロフ ィ ラ リア 
(mf) 保有 者 を 用 い skin snip か ら の mf 遊離 を 観 
察し た . 患者 の 秦 部 より 約 1cm づつ 離れ た 3 つの 切 
片 を 採取 し , 細 切 し な い snip を snip G, 2 分 し た 
も の を snip M, 細 切 し た も の を snip P EL, A 
ライ ドグラ ス 上 の 生食 水中 で 室温 (17.5“ー 21.5°C) 
に て incubate し 一 定時 間 毎 に 次 の スラ イド グラ ス に 


移し 変え る こと を くり か え し , 遊 出し た mf 数 を か 
ぞ え ぇ て 集計 し た 結果 , 細 切 し な い snip で の mf F 
E (MFD) が 最も 高く , か つ 長 時 間 に わ た り mf が 
遊 出し 続け た . 細 切 し た も の で は 短 時 間 内 に 大 部 分 の 
mf が 遊 出 完了 する が MFD は 低い . 細 切 す る こと 
に より mf が 切断 , 圧迫 され 活力 を 失う も の と 考え 
られ る . 著者 ら は 全く 細 切 し な い snip を 用 いる こと 
が 実験 的 な 研究 の た め の 定 量 法 と し て 最適 で ある と 考 
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